Juan Manuel Sanchez Carrasco 

Tfno: 695 055 694 

e-mail.: iumasancar@gmail.com 



WORKS EXECUTED 



Consultancy: experience primarily with the promoters and technical consultancy 

IES-UPM 

CI EM AT 

MANAGEMENT ayto. MADRID (PLANNING) 

METROVACESA 

IDOM 

SGS 

SENER 

EUROCONTROL 

ELEMENT-POWER 

Owner's engineer (Construction Companies, Installers, Maintainers, Real States,...) 

OHLS.A. 

ELSAN-PACSA S.A. 

HISPANICA DE CONSTRUCCIONES S.A. 

CONERGY S.L.U. 

UICESA S.A. 

REMICA S.A. 

MCI S.L 

EPURON S.L.U 

SUNTECHNICS S.L.U. 

CCGT-POWER PLANTS (Operators and Installers) 



CONERGY S.L.U. (nowadays) 

1.- 40 Mw O&M Pv on grid (2 axis trackers facilities) 



Pv Plant Villarrobledo Calaveron Albacete (20 Mw on grid) 

Pv Plant Viento y Energfa Darro-Granada (6 Mw on grid) 

Pv Plant AIE Aledo-Murcia (2 Mw on grid) 

Pv Plant AIE Caravaca Cruz-Murcia (2 Mw on grid) 

Pv Plant AIE Manzanares-Ciudad Real (2 Mw on grid) 

Pv Plant AIE Herrera de la Mancha-Ciudad Real (2 Mw on grid) 

Pv Plant AIE Loja-Granada (1,5 Mw on grid, fixed) 

Pv Plant Ecointegral Ecija-Sevilla (1,5 Mw on grid, fixed) 

Pv Plant Rodesol-Albacete (2,5 Mw on grid) 

Pv Plant AIE Palancares-Albacete (2 Mw on grid) 



SUNTECHNICS S.L.U. (2007-2008) 

2.- 24 Mw EPC Pv on grid (2 axis trackers facilities) 



Plant Pv Villarrobledo Calaveron-Albacete (20 Mw on grid) 

Plant Pv Manzanares-Ciudad Real (2 Mw on grid) 

Plant Pv Herrera de la Mancha-Ciudad Real(2 Mw on grid) 



REMICA S.A. (2005-2007) 

centralized facilities for natural gas with hot water accumulation, radiant floor heating for 

thermal solar energy support 

air conditioning by fan coil units with absorption technology 

black steel, 
copper and pex per 

electric welding 
oxyacetylene welding 
autogenous welding 
soldering and strong 



Project management 
SUNTECHNICS 2007-2008 



• EPC 20 Mw on grid (ppto. 150.000.000 euros). El Calaveron. Villarrobledo. 
Albacete 

• EPC 4 MW on grid (ppto 30.000.000 euros). Manzanares y Herrera de la 
Mancha. Ciudad Real 



REMICA-MCI; 2005-2007 



special buildings 

with air conditioning by Daikin VRV ducts, floor heating, indoor pool dehumidification 

CIATESA, natural gas, ACS by accumulation, boiler rooms (Viessmann, Wolf, Roca), 

Home automation, electricity, sanitation, gas-oil 

PAU's Carabanchel, Vallecas, El Bercial (Getafe), 3000 homes centralized facilities for 

natural gas, transformation of Boiler 



UICESA; 2004-2005 

• Residence geriatric day center. 6.000.000 PPto euros. Alcala de Henares. Madrid 
OHL; 1999-2004 



• Waterproofing Plaza de Santo Domingo. Alcorcon. Madrid 

• Paviementacion main street and municipal services. Alcorcon. Madrid 

• Royal Street Urbanizacion Villanueva de la Canada (Madrid Comunity) 



Fdo: Juan Manuel Sanchez Carrasco. 



